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High dose rate mold brachytherapy of early gingival carcinoma: a 

clinical report (Cengiz et al). 1999;82:512-4 
Burs; see Instruments 


CAD-CAM;; see Computer-aided design 
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Amelogenesis imperfecta—a prosthetic rehabilitation: a clinical 
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Accurate procedure for transferring a cast replacement clasp arm 
to a removable partial denture (Sato et al). 1999;82:619-22 
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mandibular disorders: molar relationship, lateral guidance, 
and nonworking side contacts (Kahn et al). 1999;82:410-5 
Readers round table—AES /alliance (Moses). 1999;82:117-20 
Crown lengthening 
Complications of surgical crown lengthening for a maxillary 
molar with four roots: a clinical report (Di Fiore). 1999;82: 
266-9 
Surgical template for crown lengthening: a clinical report (Scutel- 
la et al). 1999;82:253-6 
Crowns 
Composite veneered acrylic resin provisional restorations for 
complete veneer crowns (Solow). 1999;82:515-7 
Effect of adhesive resin cement on design of partial veneer crowns 
(King and Aboush). 1999;82:157-60 
Effect of water temperature on the fit of provisional crown mar- 
gins during polymerization (Ogawa et al). 1999;82:658-61 
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Effects of chemical disinfectants on surface characteristics and 
color of three fixed prosthodontic crown materials (Ma et al). 
1999:82:600-7 

Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 

Effects of surface finish and fatigue testing on the fracture 
strength of CAD-CAM and pressed-ceramic crowns (Chen et 
al). 1999;82:468-75 

Fatigue testing and microscopic evaluation of post and core 
restorations under artificial crowns (Gateau et al). 1999;82: 
341-7 

Interim esthetic restorations in conjunction with anterior 
implants (Markus). 1999;82:233-6 

Low cost, short-cut procedure for fabricating metal copings 
(Oppenheimer and Yaffe). 1999;82:617-8 

Occlusal refinement of mounted casts before crown fabrication to 
decrease clinical time required to adjust occlusion ( Boyarsky 
et al). 1999;82:591-4 

Predicting porcelain thickness required for dental shade matches 
Douglas and Przbylska). 1999;82:143-9 

Simple method of unscrewing tightened abutment and transfer 
coping in Calcitek Spline implants (Ku and Shen). 
1999:82:372-3 

Surface quality achieved by polishing and by varnishing of tem- 
porary crown and fixed partial denture resins (Borchers et al). 
1999:82:550-6 

Cuspid; see Canine tooth 


D 
Debonding 
Prosthodontic treatment with a glass fiber-reinforced resin-bond- 
ed fixed partial denture: a clinical report (Vallittu). 1999;82: 
132-5 
Decision making 
Developing a register for randomized controlled trials in prostho- 
dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 
Patient management and decision making in complete denture 
fabrication using a duplicate denture procedure: a clinical 
report (Lindquist and Ettinger). 1999;82:499-503 
Dental arch 
Face-bow record without a third point of reference: theoretical 
considerations and an alternative technique (Ercoli et al). 
1999:82:237-41 
Reliability of an ear-bow arbitrary face-bow transfer instrument 
(Choi et al). 1999;82:150-6 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe). 1999;82:562-72 
Dental attrition; see Tooth abrasion 
@IS:Dentin 
Comparison of microleakage for three one-bottle and three mul- 
tiple-step dentin bonding agents (Pilo and Ben-Amar). 
1999:82:209-13 
Denture, complete 
Achieving an even thickness in heat-polymerized permanent 
acrylic resin denture bases for complete dentures (Reeson and 
Jepson). 1999;82:359-61 
Comparison of accuracy between compression- and injection- 
molded complete dentures (Nogueira et al). 1999;82:291- 
300 
Effect of weight change of mandibular complete dentures on 
chewing and stability: a pilot study (Ohkubo and Hosoi). 
1999:82:636-42 
Hinged mandibular removable complete denture for post- 
mandibulectomy patients (Cheng et al). 1999;82:103-6 
Patient management and decision making in complete denture 
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fabrication using a duplicate denture procedure: a clinical 
report (Lindquist and Ettinger). 1999;82:499-503 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Use of the tongue for recording centric relation for edentulous 
patients ( Bissasu). 1999;82:369-70 
Denture, overlay 
Comparison of the retentive properties of six prefabricated post 
overdenture attachment systems (Epstein et al). 1999;82:579- 
84 
Implant overdenture resolution of a Class II skeletal relationship 
of the edentulous patient: a clinical report (Matthews et al). 
1999:82:257-62 
Psychologic response of the edentulous patient after primary 
surgery for oral cancer: a cross-sectional study (Rogers et al). 
1999:82:317-21 
Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
Kapur et al). 1999;82:416-27 
Replacement of a clip in one session (De Vries and Meijer). 
1999;82:492-3 
Simplified methods for fabricating tissue-supported implant- 
retained overdentures with retention from a resilient liner 
Kiat-amnuay et al). 1999;82:242-5 
Treatment plan for restoring the edentulous maxilla with implant- 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999;82: 
188-96 
Two-step pick-up impression procedure for implant-retained 
overdentures (Gregory-Head and LaBarre). 1999;82:615-6 
Denture, partial 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Denture, partial, fixed 
Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 
Blockout technique for impressions of teeth with increased open 
gingival embrasures (Hummert and Kaiser). 1999;82:100-2 
Clinical and scanning electron microscopic evaluation of fiber- 
reinforced inlay fixed partial dentures: preliminary results after 
one year (Gohring et al). 1999;82:662-8 
Comparison of resin-bonded prosthesis groove parallelism with 
the use of four tooth preparation methods (Moschén et al) 
1999:82:398-409 
Prosthodontic treatment with a glass fiber-reinforced resin-bond- 
ed fixed partial denture: a clinical report (Vallittu). 1999;82: 
32-5 
Quality of life assessment of bone-anchored fixed partial denture 
patients with unilateral mandibular distal-extension eden- 
tulism (Kuboki et al). 1999;82:182-7 
Simple method of unscrewing tightened abutment and transfer cop- 
ing in Calcitek Spline implants (Ku and Shen). 1999;82:372-3 
Surface quality achieved by polishing and by varnishing of tem- 
porary crown and fixed partial denture resins (Borchers et al). 
1999:82:550-6 
Treatment plan for restoring the edentulous maxilla with implant- 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999; 
82:188-96 
Use of a flexible cast for the indirect fabrication of provisional 
restorations (Boberick and Bachstein). 1999;82:90-3 
Denture, partial, removable 
Accidental impaction of a unilateral removable partial denture: a 
clinical report ( Rizzatti-Barbosa et al). 1999;82:270-1 
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Accurate procedure for transferring a cast replacement clasp 
arm to a removable partial denture (Sato et al). 1999;82: 
619-22 

Blockout technique for impressions of teeth with increased open 
gingival embrasures (Hummert and Kaiser). 1999;82:100-2 

Clinical methods for adjusting retention force of cast clasps 
(Sato). 1999;82:557-61 

Comparison of diametral tensile strength of microwave and oven 
dried investment materials (Canay et al). 1999;82:286-90 

Immediate dual path of insertion removable partial denture with 
a metal framework (Curtis). 1999;82:633-5 

Investigation of the effect of three sprue designs on the porosity 
and the completeness of titanium cast removable partial den 
ture frameworks (Al-Mesmar et al). 1999;82:15-21 

Preparing teeth to receive a removable partial denture (Rudd et 
al). 1999;82:536-49 

Simplified method for fabrication of a claspless removable partial 
denture using extracoronal resilient attachment (Tsai and 
Shen). 1999;82:114-5 

Denture bases 

Achieving an even thickness in heat-polymerized permanent 
acrylic resin denture bases for complete dentures (Reeson and 
Jepson). 1999;82:359-61 

Denture design 

Treatment plan for restoring the edentulous maxilla with implant 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999;82: 
188-96 

Denture liners 

Measurement of adsorption of salivary proteins onto soft denture 
lining materials (Imai and Tamaki). 1999;82:348-51 

Simplified methods for fabricating tissue-supported implant 
retained overdentures with retention from a resilient liner 
(Kiat-amnuay et al). 1999;82:242-5 

Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 

Denture rebasing 

Stabilizing record bases tor edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82 
366-8 

Denture retention 

Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 

Clinical methods for adjusting retention force of cast clasps 
(Sato). 1999;82:557-61 

Comparison of resin-bonded prosthesis groove parallelism with 
the use of four tooth preparation methods (Moscheén et al) 
1999:82:398-409 

Comparison of the retentive properties of six prefabricated post 
overdenture attachment systems (Epstein et al). 1999;82:579 
84 

Effect of weight change of mandibular complete dentures on 
chewing and stability: a pilot study (Ohkubo and Hosoi). 
1999:82:636-42 

Professional attitudes toward denture adhesives: a Delphi tech 
nique survey of academic prosthodontics (Slaughter et al). 
1999:82:80-9 

Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
(Kapur et al). 1999;82:416-27 

Simplified methods for fabricating tissue-supported implant- 
retained overdentures with retention from a resilient liner 
(Kiat-amnuay et al). 1999;82:242-5 


Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
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Denture teeth 
Shear bond strengths for composite and autopolymerized acrylic 
resins bonded to acrylic resin denture teeth (Papazoglou and 
Vasilas). 1999;82:573-8 
Dermal graft; see Skin transplantation 
Diabetes mellitus 
Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
Kapur et al). 1999;82:416-27 
Diamond burs; see Instruments 
Disinfection 
Disinfection of dental diamond burs contaminated with hepatitis 
B virus (Leontiou et al). 1999;82:332-5 
Effects of chemical disinfectants on surface characteristics and 
color of three fixed prosthodontic crown materials (Ma et al). 
1999:82:600-7 
Disk displacement 
Condyle position as a predictor of temporomandibular joint 
internal derangement ( Bonilla-Aragon et al). 1999;82:205-8 
Disposition 
Attitude and disposition: Do they make a difference in cancer sur- 
vival? (Creagan). 1999;82:352-5 
Dogs 
Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 
Durapatite 
Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 
Dental implant placement and restoration in a mandibular ridge 
previously restored with hydroxyapatite augmentation and a 
dermal graft: a clinical report (Moriarty et al). 1999;82:379- 
83 


E 
Ear, prosthesis 
Fabricating auricular prostheses using three-dimensional soft tis- 
sue models (Penkner et al). 1999;82:482-4 
Hemifacial microsomia and treatment options for auricular 
replacement: a review of the literature (Wang and Andres). 
1999:82:197-204 
Ear-bow 
Reliability of an ear-bow arbitrary face-bow transfer instrument 
(Choi et al). 1999;82:150-6 
Editorials 
Readers round table—AES /alliance (Moses). 1999;82:117-20 
Education, dental 
Professional attitudes toward denture adhesives: a Delphi tech- 
nique survey of academic prosthodontics (Slaughter et al). 
1999:82:80-9 
Elastomers; see Rubber 
Electromyography 
Effect of a prefabricated anterior bite stop on electromyographic 
activity of masticatory muscles (Becker et al). 1999;82:22-6 
Emotions 
Attitude and disposition: Do they make a difference in cancer sur- 
vival? (Creagan). 1999;82:352-5 
Enamel 
Effect of carbamide peroxide bleaching on the shear bond 
strength of composite to dental bonding agent enhanced 
enamel (Sung et al). 1999;82:595-9 
Three-body wear associated with three ceramics and enamel (Al- 
Hiyasat et al). 1999;82:476-81 
Topographical characteristics and shear bond strength of tooth 


surfaces cut with a laser powered hydrokinetic system (Lin et 
al). 1999;82:451-5 
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Wear of enamel and veneering ceramics after laboratory and chair- 
side finishing procedures (Magne et al). 1999;82:669-79 
Environmental exposure 
Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 
Equipment contamination 
Disinfection of dental diamond burs contaminated with hepatitis 
B virus (Leontiou et al). 1999;82:332-5 
Erbium 
Topographical characteristics and shear bond strength of tooth 
surfaces cut with a laser powered hydrokinetic system (Lin et 
al). 1999:82:451-5 
Esthetics 
Composite veneered acrylic resin provisional restorations for 
complete veneer crowns (Solow). 1999;82:515-7 
Contour determination for ovate pontics (Dylina). 1999;82:136-42 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999;82:518-24 
Effects of chemical disinfectants on surface characteristics and 
color of three fixed prosthodontic crown materials (Ma et al). 
1999:82:600-7 
Interim esthetic restorations in conjunction with anterior 
implants (Markus). 1999;82:233-6 
Maintenance of gingival contour during prosthodontic proce- 
dures: a clinical report (Barzilay). 1999;82:377-8 
Predicting porcelain thickness required for dental shade matches 
(Douglas and Przbylska). 1999;82:143-9 
Shear bond strength of techniques for bonding esthetic veneers to 
metal (Petridis et al). 1999;82:608-14 
Two-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999;82:391-7 
Eye, artificial 
Use of custom-made conformers in the treatment of ocular 
defects (Sykes et al). 1999;82:362-5 
Eye abnormalities 
Use of custom-made conformers in the treatment of ocular 
defects (Sykes et al). 1999;82:362-5 
Eyelid ptosis; see Blepharoptosis 


F 
Face 
Clinical experience with a device to enhance craniofacial peri- 
implantary wound healing: a clinical report (Klein and Men- 
neking). 1999;82:631-2 
Maxillofacial prosthodontic management of a facial defect com- 
plicated by a necrotic frontal bone flap: a clinical report 
(Cheng et al). 1999;82:3-7 
Preliminary study of the impact of loss of part of the face and its 
prosthetic restoration (Newton et al). 1999;82:585-90 
Face-bow 
Face-bow record without a third point of reference: theoretical 
considerations and an alternative technique (Ercoli et al). 
1999:82:237-41 
Reliability of an ear-bow arbitrary face-bow transfer instrument 
(Choi et al). 1999:82:150-6 
Facial asymmetry 
Hemifacial microsomia and treatment options for auricular 
replacement: a review of the literature (Wang and Andres). 
1999:82:197-204 
Fatigue 
Fatigue testing and microscopic evaluation of post and core 
restorations under artificial crowns (Gateau et al). 1999; 
82:341-7 
Fingers 
The use of protective digit prostheses in management of microan- 
giopathy of fingers ( Brosky et al). 1999;82:246-8 
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Fluoride 

Fluoride release of glass ionomer-—based luting cements in vitro 
(Robertello et al). 1999;82:172-6 

Fractures 

Effects of surface finish and fatigue testing on the fracture 
strength of CAD-CAM and pressed-ceramic crowns (Chen et 
al). 1999;82:468-75 

Fracture resistance of teeth restored with onlays of three contem- 
porary tooth-colored resin-bonded restorative materials 
(Brunton et al). 1999;82:167-71 

Influence of hex geometry and prosthetic table width on static 
and fatigue strength of dental implants (Boggan et al). 1999; 
82:436-40 


G 
Geometry 
Influence of hex geometry and prosthetic table width on static 
and fatigue strength of dental implants (Boggan et al). 
1999:82:436-40 
Gingiva 
Blockout technique for impressions of teeth with increased open 
gingival embrasures (Hummert and Kaiser). 1999;82:100-2 
Maintenance of gingival contour during prosthodontic proce- 
dures: a clinical report (Barzilay). 1999;82:377-8 
Gingival neoplasms 
High dose rate mold brachytherapy of early gingival carcinoma: a 
clinical report (Cengiz et al). 1999;82:512-4 
Glass 
Prosthodontic treatment with a glass fiber-reinforced resin-bond- 
ed fixed partial denture: a clinical report (Vallittu). 1999;82: 
132-5 
Glass ionomer cements 
Clinical performance of pressed ceramic inlays luted with resin- 
modified glass ionomer and autopolymerizing resin compos- 
ite cements (van Dijken et al). 1999;82:529-35 
Fatigue testing and microscopic evaluation of post and core 
restorations under artificial crowns (Gateau et al). 1999;82: 
341-7 
Fluoride release of glass ionomer—based luting cements in vitro 
(Robertello et al). 1999;82:172-6 
Glow discharge plasma treatment 
Time-related wettability characteristic of acrylic resin surfaces 
treated by glow discharge (Ozden et al). 1999;82:680-4 
Gold 
Effect of washers on reverse torque displacement of dental 
implant gold retaining screws (Korioth et al). 1999;82:312-6 
Guidance 
Prevalence of dental occlusal variables and intraarticular temporo- 
mandibular disorders: molar relationship, lateral guidance, 
and nonworking side contacts (Kahn et al). 1999;82:410-5 
Guide pin 
Altered guide pin as an abutment holder for handling an angulat- 
ed abutment (Chaimattayompol ). 1999;82:371 


H 
Hardness 
Microhardness of provisional fixed prosthodontic materials ( Diaz- 
Arnold et al). 1999;82:525-8 
Heat 
Achieving an even thickness in heat-polymerized permanent 
acrylic resin denture bases for complete dentures (Reeson and 
Jepson). 1999;82:359-61 
Effectiveness of polymerization of a prosthetic composite using 
three polymerization systems (Tanoue et al). 1999;82:336-40 
Hemifacial microsomia; see Facial asymmetry 
Hepatitis B virus 
Disinfection of dental diamond burs contaminated with hepatitis 
B virus (Leontiou et al). 1999;82:332-5 
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Herpes simplex 
Diagnosis and management of recurrent herpes simplex induced 
by fixed prosthodontic tissue management: a clinical report 
(Williamson). 1999;82:1-2 
Hex geometry 
Influence of hex geometry and prosthetic table width on static 
and fatigue strength of dental implants (Boggan et al). 
1999:82:436-40 
Hydrokinetic system 
Topographical characteristics and shear bond strength of tooth 
surfaces cut with a laser powered hydrokinetic system (Lin et 
al). 1999;82:451-5 
Hydroxyapatite; see Durapatite 
Hypersensitivity 
In situ microsampling technique for identification of elements of 
a restoration with exposed metal to identify potential allergens 
(Minagi et al). 1999;82:221-5 
Hypoventilation 
Procedure for construction of a custom tracheostomal obturator: 
a clinical report (Wright et al). 1999;82:387-90 


Immersion 

Water immersion procedure for making light-cured custom trays 

with wax spacers (Baker and Frazier). 1999;82:714-5 
Implants 

Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 

Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 

Clinical experience with a device to enhance craniofacial peri- 
implantary wound healing: a clinical report (Klein and Men- 
neking). 1999;82:631-2 

The CrescoTi Precision method: description of a simplified 
method to fabricate titanium superstructures with passive fit 
to osseointegrated implants (Helldén et al). 1999;82:487-91 

Dental implant placement and restoration in a mandibular ridge 
previously restored with hydroxyapatite augmentation and a 
dermal graft: a clinical report (Moriarty et al). 1999;82:379- 
83 

Effect of washers on reverse torque displacement of dental 
implant gold retaining screws (Korioth et al). 1999;82:312-6 

Effects of smoking on implant success in grafted maxillary sinus- 
es (Kan et al). 1999;82:307-11 

Functional criteria for mandibular implant placement post resec- 
tion and reconstruction for cancer (Marunick and Roumanas). 
1999;82:107-13 

Implant overdenture resolution of a Class II skeletal relationship 
of the edentulous patient: a clinical report (Matthews et al). 
1999:82:257-62 

Influence of hex geometry and prosthetic table width on static 
and fatigue strength of dental implants (Boggan et al). 
1999:82:436-40 

Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999;82:67-72 

Interim esthetic restorations in conjunction with anterior 
implants (Markus). 1999;82:233-6 

Maintenance of gingival contour during prosthodontic proce- 
dures: a clinical report (Barzilay). 1999;82:377-8 

Quality of life assessment of bone-anchored fixed partial denture 
patients with unilateral mandibular distal-extension eden- 
tulism (Kuboki et al). 1999;82:182-7 

Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
(Kapur et al). 1999;82:416-27 
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Replacement of a clip in one session (De Vries and Meijer). 
1999;82:492-3 
Simple method of unscrewing tightened abutment and transfer 
coping in Calcitek Spline implants (Ku and Shen). 
1999:82:372-3 
Simplified methods for fabricating tissue-supported implant- 
retained overdentures with retention from a resilient liner 
(Kiat-amnuay et al). 1999;82:242-5 
['wo-step pick-up impression procedure for implant-retained 
overdentures (Gregory-Head and LaBarre). 1999;82:615-6 
Use of osseointegrated implants in adult orthodontic treatment: 
a clinical report (Drago). 1999;82:504-9 
Impression materials 
Water immersion procedure for making light-cured custom trays 
with wax spacers (Baker and Frazier). 1999;82:714-5 
Impression technique 
Blockout technique for impressions of teeth with increased open 
gingival embrasures (Hummert and Kaiser). 1999;82:100-2 
Low cost, short-cut procedure for fabricating metal copings 
Oppenheimer and Yaffe). 1999;82:617-8 
['wo-step pick-up impression procedure for implant-retained 
overdentures (Gregory-Head and LaBarre). 1999;82:615-6 
Use of a flexible cast for the indirect fabrication of provisional 
restorations (Boberick and Bachstein). 1999;82:90-3 
Water immersion procedure for making light-cured custom trays 
with wax spacers (Baker and Frazier). 1999;82:714-5 
Injection-molded techniques 
Comparison of accuracy between compression- and injection- 
molded complete dentures (Nogueira et al). 1999;82:291 
300 
Inlays 
Clinical and scanning electron microscopic evaluation of fiber- 
reinforced inlay fixed partial dentures: preliminary results after 
one year (Goéhring et al). 1999;82:662-8 
Clinical performance of pressed ceramic inlays luted with resin- 
modified glass ionomer and autopolymerizing resin compos- 
ite cements (van Dijken et al). 1999:82:529-35 
['wo-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999;82:391-7 
Instruments 
Dental diamond burs made with a new technology ( Borges et al). 
1999-82:73-9 
Disinfection of dental diamond burs contaminated with hepatitis 
B virus (Leontiou et al). 1999;82:332-5 
Reliability of an ear-bow arbitrary face-bow transfer instrument 
Choi et al). 1999;82:150-6 
Topographical characteristics and shear bond strength of tooth 
surfaces cut with a laser powered hydrokinetic system (Lin et 
al). 1999;82:451-5 
The International Journal of Prosthodontics 
Developing a register for randomized controlled trials in prostho- 
dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 


Jaw, edentulous 
Fabrication of a stable record base for severe soft tissue undercuts 
in the edentulous patient (Knight). 1999;82:485-6 
Functional criteria for mandibular implant placement post resec- 
tion and reconstruction for cancer (Marunick and Roumanas). 
1999:82:107-13 
Implant overdenture resolution of a Class II skeletal relationship 
of the edentulous patient: a clinical report (Matthews et al). 
1999:82:257-62 
Occlusal guard for the maxillary edentulous patient (Williamson). 
1999:82:116 
Psychologic response of the edentulous patient after primary 
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surgery for oral cancer: a cross-sectional study (Rogers et al). 
1999:82:317-21 
Quality of life assessment of bone-anchored fixed partial denture 
patients with unilateral mandibular distal-extension eden 
tulism (Kuboki et al). 1999;82:182-7 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Treatment plan for restoring the edentulous maxilla with implant- 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999;82: 
188-96 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe ). 1999;82:562-72 
Use of the tongue for recording centric relation for edentulous 
patients ( Bissasu). 1999;82:369-70 
Jaw movement 
Trajectories of condylar points during nonworking side and pro- 
trusive movements of the mandible (Peck et al). 1999;82: 
322-31 
Jaw relation record 
Compressibility of two polyvinyl siloxane interocclusal record 
materials and its effect on mounted cast relationships (Cam- 
pos and Nathanson). 1999;82:456-61 
The Journal of Prosthetic Dentistry 
Developing a register for randomized controlled trials in prostho- 
dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 
The Journal of Prosthodontics 
Developing a register for randomized controlled trials in prostho- 
dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 
Judson C. Hickey Scientific Writing Award 
Maxillofacial prosthodontic management of a facial defect com- 
plicated by a necrotic frontal bone flap: a clinical report 
Cheng et al). 1999;82:3-7 
Use of a flexible cast for the indirect fabrication of provisional 
restorations (Boberick and Bachstein). 1999;82:90-3 


Lasers 
Topographical characteristics and shear bond strength of tooth 
surfaces cut with a laser powered hydrokinetic system (Lin et 
al). 1999:82:451-5 
Leakage 
Comparison of microleakage for three one-bottle and three mul- 
tiple-step dentin bonding agents (Pilo and Ben-Amar). 1999; 
82:209-13 
Lingual frenum 
Use of lingual tfrenum in determining the original vertical position 
of mandibular anterior teeth (Bissasu). 1999;82:177-81 
Literature 
Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 1999;82:27-66 
Foundation restorations in fixed prosthodontics: current knowl- 
edge and future needs (Morgano and Brackett). 1999;82: 
643-57 
Hemifacial microsomia and treatment options for auricular 
replacement: a review of the literature (Wang and Andres). 
1999:82:197-204 
Luting agents 
Clinical performance of pressed ceramic inlays luted with resin- 
moditied glass ionomer and autopolymerizing resin compos- 
ite cements (van Dijken et al). 1999;82:529-35 
Fluoride release of glass ionomer—based luting cements in vitro 
(Robertello et al). 1999;82:172-6 
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M 


Mandible 


Compressibility of two polyvinyl siloxane interocclusal record 


materials and its effect on mounted cast relationships (Cam- 
pos and Nathanson). 1999;82:456-61 
Effect of weight change of mandibular complete dentures on 
chewing and stability: a pilot study (Ohkubo and Hosoi). 
1999-82:636-42 
Functional criteria for mandibular implant placement post resec- 
tion and reconstruction for cancer (Marunick and Roumanas). 
1999:82:107-13 
Implant overdenture resolution of a Class II skeletal relationship 
of the edentulous patient: a clinical report (Matthews et al). 
1999;82:257-62 
Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999:82:67-72 
Quality of life assessment of bone-anchored fixed partial denture 
patients with unilateral mandibular distal-extension eden- 
tulism (Kuboki et al). 1999;82:182-7 
Trajectories of condylar points during nonworking side and pro- 
trusive movements of the mandible (Peck et al). 1999;82: 
322-31 
Use of lingual frenum in determining the original vertical position 
of mandibular anterior teeth (Bissasu). 1999;82:177-81 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe). 1999;82:562-72 
Use of the tongue for recording centric relation for edentulous 
patients ( Bissasu). 1999;82:369-70 
Mandibular condyle 
Condyle position as a predictor of temporomandibular joint 
internal derangement (Bonilla-Aragon et al). 1999;82:205-8 
Trajectories of condylar points during nonworking side and pro- 
trusive movements of the mandible (Peck et al). 1999;82: 
322-31 
Mandibular ridge augmentation; see Alveolar ridge augmenta- 
tion 
Mandibulectomy 
Hinged mandibular removable complete denture for post- 
mandibulectomy patients (Cheng et al). 1999;82:103-6 
Marginal gap 
Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 
Masseter muscle 
Effect of a prefabricated anterior bite stop on electromyographic 
activity of masticatory muscles (Becker et al). 1999;82:22-6 
Mastication 
Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999:82:518-24 
Effect of weight change of mandibular complete dentures on 
chewing and stability: a pilot study (Ohkubo and Hosoi). 
1999-82:636-42 
Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
(Kapur et al). 1999:82:416-27 
Two-body in vitro wear study of some current dental composites 
and amalgams (Hu et al). 1999;82:214-20 
Masticatory muscles 
Effect of a prefabricated anterior bite stop on electromyo- 
graphic activity of masticatory muscles (Becker et al). 
1999;82:22-6 
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Mastoid 
Silicone prosthesis prevents vertigo due to the defect at the mas 
toid process after mastoidectomy: a clinical report (Niimi et 
al). 1999;82:510-1 
Mastoidectomy 
Silicone prosthesis prevents vertigo due to the defect at the mas 
toid process after mastoidectomy: a clinical report (Niimi et 
al). 1999;82:510-1 
Maxilla 
Complications of surgical crown lengthening for a maxillary 
molar with four roots: a clinical report (Di Fiore). 1999; 
82:266-9 
Compressibility of two polyvinyl siloxane interocclusal record 
materials and its effect on mounted cast relationships (Cam- 
pos and Nathanson). 1999;82:456-61 
Face-bow record without a third point of reference: theoretical 
considerations and an alternative technique (Ercoli et al). 
1999:82:237-41 
Occlusal guard for the maxillary edentulous patient (Williamson). 
1999:82:116 
Reliability of an ear-bow arbitrary face-bow transfer instrument 
(Choi et al). 1999;82:150-6 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Treatment plan for restoring the edentulous maxilla with implant- 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999;82: 
188-96 
Maxillary sinus 
Effects of smoking on implant success in grafted maxillary sinus- 
es (Kan et al). 1999:82:307-11 
Maxillofacial prosthesis 
Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 
Maxillofacial prosthodontic management of a facial defect com- 
plicated by a necrotic frontal bone flap: a clinical report 
(Cheng et al). 1999;82:3-7 
Preliminary study of the impact of loss of part of the face and its 
prosthetic restoration (Newton et al). 1999;82:585-90 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82: 
441-6 
Use of custom-made conformers in the treatment of ocular 
defects (Sykes et al). 1999;82:362-5 
Metal ceramic alloys 
Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 
Metals 
In situ microsampling technique for identification of elements of 
a restoration with exposed metal to identify potential allergens 
(Minagi et al). 1999;82:221-5 
Immediate dual path of insertion removable partial denture with 
a metal framework (Curtis). 1999;82:633-5 
Predicting porcelain thickness required for dental shade matches 
(Douglas and Przbylska). 1999;82:143-9 
Shear bond strength of techniques for bonding esthetic veneers to 
metal (Petridis et al). 1999;82:608-14 
Microangiopathy 
The use of protective digit prostheses in management of microan- 
giopathy of fingers (Brosky et al). 1999;82:246-8 
Microcomputers 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe ). 1999;82:562-72 
Microhardness 
Microhardness of provisional fixed prosthodontic materials (Diaz- 
Arnold et al). 1999;82:525-8 
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Microleakage 
Comparison of microleakage for three one-bottle and three mul- 
tiple-step dentin bonding agents (Pilo and Ben-Amar). 
1999:82:209-13 
Microsampling 


In situ microsampling technique for identification of elements of 


a restoration with exposed metal to identify potential allergens 
(Minagi et al). 1999;82:221-5 
Microscopy, electron, scanning 
Clinical and scanning electron microscopic evaluation of fiber- 
reinforced inlay fixed partial dentures: preliminary results after 
one year (Géhring et al). 1999;82:662-8 
Microwaves 
Comparison of diametral tensile strength of microwave and oven- 
dried investment materials (Canay et al). 1999;82:286-90 
Molar 
Complications of surgical crown lengthening for a maxillary 
molar with four roots: a clinical report (Di Fiore). 1999;82: 
266-9 
Effects of surface finish and fatigue testing on the fracture 
strength of CAD-CAM and pressed-ceramic crowns (Chen et 
al). 1999:82:468-75 
Two-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999;82:391-7 
Mouth guard 
Improved mouth guard design for protection and comfort 
(Mekayarajjananonth et al). 1999;82:627-30 
Method of placing personal identification on acetate mouth 
guards (Yonehata and Maeda). 1999;82:494 
Occlusal guard for the maxillary edentulous patient (Williamson). 
1999:82:116 
Shock absorption potential of different mouth guard materials 
de Wert et al). 1999:82:301-6 
Mouth neoplasms 
Psychologic response of the edentulous patient after primary 
surgery for oral cancer: a cross-sectional study (Rogers et al). 
1999:82:317-21 
Myeloperoxidase; see Peroxidase 


N 
Nasal prosthesis 
Temporary nasal prosthesis rehabilitation: a clinical report (Tol- 
janic et al). 1999;82:384-6 
Neoplasms 
Attitude and disposition: Do they make a difference in cancer sur- 
vival? (Creagan). 1999;82:352-5 
Functional criteria for mandibular implant placement post resec- 
tion and reconstruction for cancer (Marunick and Roumanas). 
1999:82:107-13 


O 
Occlusal force 

Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 

Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 

Fatigue testing and microscopic evaluation of post and core 
restorations under artificial crowns (Gateau et al). 1999;82: 
341-7 

Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999:82:67-72 

Two-body in vitro wear study of some current dental composites 
and amalgams (Hu et al). 1999;82:214-20 
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Occlusion 
Occlusal guard for the maxillary edentulous patient (Williamson ). 
1999:82:116 
Occlusal refinement of mounted casts before crown fabrication to 
decrease clinical time required to adjust occlusion (Boyarsky 
et al). 1999;82:591-4 
Prevalence of dental occlusal variables and intraarticular temporo- 
mandibular disorders: molar relationship, lateral guidance, 
and nonworking side contacts (Kahn et al). 1999;82:410-5 
Sixty-eight years of experimental occlusal interference studies: 
What have we learned? (Clark et al). 1999;82:704-13 
Use of lingual frenum in determining the original vertical position 
of mandibular anterior teeth (Bissasu). 1999;82:177-81 
Ocular prosthesis; see Eye, artificial 
Oils 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 
Orthodontics 
Restorative alternative to orthodontic treatment: a clinical report 
(Curry). 1999;82:127-9 
Use of osseointegrated implants in adult orthodontic treatment: 
a clinical report (Drago). 1999;82:504-9 
Osseointegration 
Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 
Clinical and radiographic evaluation of early loaded free-standing 
dentai implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 
The CrescoTi Precision method: description of a simplified 
method to fabricate titanium superstructures with passive fit 
to osseointegrated implants (Helldén et al). 1999;82:487-91 
Effects of smoking on implant success in grafted maxillary sinus- 
es (Kan et al). 1999;82:307-11 
Functional criteria for mandibular implant placement post resec- 
tion and reconstruction for cancer (Marunick and Roumanas). 
1999:82:107-13 
Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999:82:67-72 
Use of osseointegrated implants in adult orthodontic treatment: 
a clinical report (Drago). 1999;82:504-9 
Ovate 
Contour determination for ovate pontics (Dylina). 1999;82:136- 
42 
Overdenture; see Denture, overlay 


P 
Palatal obturators 
Procedure for construction of a custom tracheostomal obturator: 
a clinical report (Wright et al). 1999;82:387-90 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Patient care management 
Patient management and decision making in complete denture 
fabrication using a duplicate denture procedure: a clinical 
report (Lindquist and Ettinger). 1999;82:499-503 
Patient education 
Professional attitudes toward denture adhesives: a Delphi tech- 
nique survey of academic prosthodontics (Slaughter et al). 
1999:82:80-9 
Patient satisfaction 
Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
(Kapur et al). 1999;82:416-27 
Periodicals 


Developing a register for randomized controlled trials in prostho- 


VOLUME 82 NUMBER 6 


i 
q 
2 
; 
748 


SUBJECT INDEX 


dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 
Peroxidase 
Myeloperoxidase deficiency associated with atypical oral candidi- 
asis: a clinical report (Edgerton). 1999;82:263-5 
Peroxides 
Effect of carbamide peroxide bleaching on the shear bond 
strength of composite to dental bonding agent enhanced 
enamel (Sung et al). 1999;82:595-9 
Personal identification 
Method of placing personal identification on acetate mouth 
guards (Yonehata and Maeda). 1999;82:494 
Pigments 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 
Pins 
Altered guide pin as an abutment holder for handling an angulat- 
ed abutment (Chaimattayompol). 1999;82:371 
Polishing 
Surface quality achieved by polishing and by varnishing of tem- 
porary crown and fixed partial denture resins (Borchers et al). 
1999:82:550-6 
Polymerization 
Achieving an even thickness in heat-polymerized permanent 
acrylic resin denture bases for complete dentures (Reeson and 
Jepson). 1999;82:359-61 
Clinical performance of pressed ceramic inlays luted with resin- 
modified glass ionomer and autopolymerizing resin compos- 
ite cements (van Dijken et al). 1999;82:529-35 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999;82:518-24 
Effect of water temperature on the fit of provisional crown mar- 
gins during polymerization (Ogawa et al). 1999;82:658-61 
Effectiveness of polymerization of a prosthetic composite using 
three polymerization systems (Tanoue et al). 1999;82:336-40 
Polymers 
Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 
Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 
1999:82:462-7 
Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 
Polyvinyls 
Compressibility of two polyvinyl siloxane interocclusal record 
materials and its effect on mounted cast relationships (Cam- 
pos and Nathanson). 1999;82:456-61 
Pontics 
Contour determination for ovate pontics (Dylina). 1999;82:136- 
42 
Porcelain 
Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 
Bonding porcelain laminate veneer provisional restorations: an 
experimental study (Dumfahrt and Gébel). 1999;82:281-5 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999;82:518-24 
Predicting porcelain thickness required for dental shade matches 
(Douglas and Przbylska). 1999;82:143-9 
Shear bond strength of techniques for bonding esthetic veneers to 
metal (Petridis et al). 1999;82:608-14 
Three-body wear associated with three ceramics and enamel (Al- 
Hiyasat et al). 1999;82:476-81 
Porosity 
Investigation of the effect of three sprue designs on the porosity 
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and the completeness of titanium cast removable partial den- 
ture frameworks (Al-Mesmar et al). 1999;82:15-21 
Post and core technique 
Comparison of the retentive properties of six prefabricated post 
overdenture attachment systems (Epstein et al). 1999;82:579-84 
Diametral and compressive strength of dental core materials (Cho 
et al). 1999;82:272-6 
Fatigue testing and microscopic evaluation of post and core 
restorations under artificial crowns (Gateau et al). 1999;82: 
341-7 
Pilot study of the effects of three bonding systems on the tor- 
sional resistance of a titanium-reinforced composite core 
(Cohen et al). 1999;82:277-80 
Postoperative care 
Hinged mandibular removable complete denture for post- 
mandibulectomy patients (Cheng et al). 1999;82:103-6 
Premolar 
Two-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999;82:391-7 
Prosthesis 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe). 1999;82:562-72 
Prosthesis coloring 
Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 
Predicting porcelain thickness required for dental shade matches 
(Douglas and Przbylska). 1999;82:143-9 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 
Prosthesis retention 
Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 
1999:82:462-7 
Prosthodontics 
Developing a register for randomized controlled trials in prostho- 
dontics: results of a search from prosthodontic journals pub- 
lished in the United States (Dumbrigue et al). 1999;82:699-703 
Diagnosis and management of recurrent herpes simplex induced 
by fixed prosthodontic tissue management: a clinical report 
(Williamson ). 1999;82:1-2 
Effects of chemical disinfectants on surface characteristics and 
color of three fixed prosthodontic crown materials (Ma et al). 
1999:82:600-7 
Foundation restorations in fixed prosthodontics: current knowl- 
edge and future needs (Morgano and Brackett). 1999;82: 
643-57 
Maxillofacial prosthodontic management of a facial defect com- 
plicated by a necrotic frontal bone flap: a clinical report 
(Cheng et al). 1999;82:3-7 
Microhardness of provisional fixed prosthodontic materials ( Diaz- 
Arnold et al). 1999;82:525-8 
Professional attitudes toward denture adhesives: a Delphi tech- 
nique survey of academic prosthodontics (Slaughter et al). 
1999:82:80-9 
Prosthodontic treatment with a glass fiber-reinforced resin-bond- 
ed fixed partial denture: a clinical report (Vallittu). 1999; 
82:132-5 
Protective devices 
Improved mouth guard design for protection and comfort 
(Mekayarajjananonth et al). 1999;82:627-30 
Protrusion 
Trajectories of condylar points during nonworking side and protru- 
sive movements of the mandible (Peck et al). 1999;82:322-31 
Psychosocial factors 
Attitude and disposition: Do they make a difference in cancer sur- 
vival? (Creagan). 1999;82:352-5 
Ptosis, eyelid; see Blepharoptosis 
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Q 
Quality of life 
Quality of life assessment of bone-anchored fixed partial denture 
patients with unilateral mandibular distal-extension eden- 
tulism (Kuboki et al). 1999;82:182-7 


R 
Radiotherapy 
High dose rate mold brachytherapy of early gingival carcinoma: a 
clinical report (Cengiz et al). 1999;82:512-4 
Randomized controlled trials 
Developing a register for randomized controlled trials in 
prosthodontics: results of a search from prosthodontic jour- 
nals published in the United States (Dumbrigue et al). 
1999:82:699-703 
Record base 
Fabrication of a stable record base for severe soft tissue undercuts 
in the edentulous patient (Knight). 1999;82:485-6 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Rehabilitation 
Temporary nasal prosthesis rehabilitation: a clinical report (Tol- 
janic et al). 1999;82:384-6 
Resins 
Achieving an even thickness in heat-polymerized permanent 
acrylic resin denture bases for complete dentures (Reeson and 
Jepson). 1999;82:359-61 
Clinical performance of pressed ceramic inlays luted with resin- 
modified glass ionomer and autopolymerizing resin compos- 
ite cements (van Dijken et al). 1999;82:529-35 
Comparison of resin-bonded prosthesis groove parallelism with 
the use of four tooth preparation methods (Moschén et al). 
1999;82:398-409 
Composite veneered acrylic resin provisional restorations for 
complete veneer crowns (Solow). 1999;82:515-7 
Diametral and compressive strength of dental core materials (Cho 
et al). 1999:82:272-6 
Effect of adhesive resin cement on design of partial veneer crowns 
(King and Aboush). 1999;82:157-60 
Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 
Fluoride release of glass ionomer-—based luting cements in vitro 
(Robertello et al). 1999;82:172-6 
Fracture resistance of teeth restored with onlays of three contem- 
porary tooth-colored resin-bonded restorative materials 
(Brunton et al). 1999;82:167-71 
Microhardness of provisional fixed prosthodontic materials ( Diaz- 
Arnold et al). 1999;82:525-8 
Pilot study of the effects of three bonding systems on the tor- 
sional resistance of a titanium-reinforced composite core 
(Cohen et al). 1999;82:277-80 
Prosthodontic treatment with a glass fiber-reinforced resin-bond- 
ed fixed partial denture: a clinical report (Vallittu). 1999; 
82:132-5 
Shear bond strength of techniques for bonding esthetic veneers to 
metal (Petridis et al). 1999;82:608-14 
Shear bond strengths for composite and autopolymerized acrylic 
resins bonded to acrylic resin denture teeth (Papazoglou and 
Vasilas). 1999;82:573-8 
Time-related wettability characteristic of acrylic resin surfaces 
treated by glow discharge (Ozden et al). 1999;82:680-4 
Two-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999;82:391-7 
Use of custom-made conformers in the treatment of ocular 
defects (Sykes et al). 1999;82:362-5 
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Restoration, permanent 
Amelogenesis imperfecta—a prosthetic rehabilitation: a clinical 
report (Bouvier et al). 1999;82:130-1 
Contour determination for ovate pontics (Dylina). 1999;82:136-42 
Effects of chemical disinfectants on surface characteristics and 
color of three fixed prosthodontic crown materials (Ma et al). 
1999:82:600-7 
Fixed splinting device to be used without removing adjacent 
existing cast restorations (Shimizu and Takahashi). 1999;82: 
231-2 
Foundation restorations in fixed prosthodontics: current knowl- 
edge and future needs (Morgano and Brackett). 1999;82: 
643-57 
Fracture resistance of teeth restored with onlays of three contem- 
porary tooth-colored resin-bonded restorative materials 
(Brunton et al). 1999;82:167-71 
In situ microsampling technique for identification of elements of 
a restoration with exposed metal to identify potential allergens 
(Minagi et al). 1999;82:221-5 
Occlusal refinement of mounted casts before crown fabrication to 
decrease clinical time required to adjust occlusion (Boyarsky 
et al). 1999:82:591-4 
Programmed occlusal reconstruction in anticipation of tooth 
wear (Kaiser et al). 1999;82:356-8 
Qualitative and quantitative determination of dental amalgam 
restoration volume (Covey et al). 1999;82:8-14 
Restorative alternative to orthodontic treatment: a clinical report 
(Curry). 1999;82:127-9 
Three-body wear associated with three ceramics and enamel (Al- 
Hiyasat et al). 1999;82:476-81 
Two-year clinical evaluation of direct and indirect composite 
restorations in posterior teeth (Scheibenbogen-Fuchsbrunner 
et al). 1999:82:391-7 
Restoration, temporary 
Bonding porcelain laminate veneer provisional restorations: an 
experimental study (Dumfahrt and Gobel). 1999;82:281-5 
Composite veneered acrylic resin provisional restorations for 
complete veneer crowns (Solow). 1999;82:515-7 
Effect of water temperature on the fit of provisional crown mar- 
gins during polymerization (Ogawa et al). 1999;82:658-61 
Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 
Interim esthetic restorations in conjunction with anterior 
implants (Markus). 1999;82:233-6 
Microhardness of provisional fixed prosthodontic materials ( Diaz- 
Arnold et al). 1999;82:525-8 
Surface quality achieved by polishing and by varnishing of tem- 
porary crown and fixed partial denture resins (Borchers et al). 
1999:82:550-6 
Use of a flexible cast for the indirect fabrication of provisional 
restorations (Boberick and Bachstein). 1999;82:90-3 
Retention 
Alternative complete-arch cement-retained implant-supported 
fixed partial denture (Hofstede et al). 1999;82:94-9 
Clinical methods for adjusting retention force of cast clasps 
(Sato). 1999;82:557-61 
Comparison of resin-bonded prosthesis groove parallelism with 
the use of four tooth preparation methods (Moschén et al). 
1999;82:398-409 
Comparison of the retentive properties of six prefabricated post 
overdenture attachment systems (Epstein et al). 1999;82:579-84 
Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 1999; 
82:462-7 
Effect of weight change of mandibular complete dentures on 
chewing and stability: a pilot study (Ohkubo and Hosoi). 
1999;82:636-42 
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Professional attitudes toward denture adhesives: a Delphi tech- 
nique survey of academic prosthodontics (Slaughter et al). 
1999:82:80-9 

Randomized clinical trial comparing the efficacy of mandibular 
implant-supported overdentures and conventional dentures in 
diabetic patients. Part III: comparisons of patient satisfaction 
(Kapur et al). 1999;82:416-27 

Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 

Review literature 

Annual review of selected dental literature: report of the Com- 
mittee on Scientific Investigation of the American Academy of 
Restorative Dentistry (Allen et al). 1999;82:27-66 

Foundation restorations in fixed prosthodontics: current knowl- 
edge and future needs (Morgano and Brackett). 1999;82: 
643-57 

Hemifacial microsomia and treatment options for auricular 
replacement: a review of the literature (Wang and Andres). 
1999:82:197-204 

Rubber 

Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 

Silicone prosthesis prevents vertigo due to the defect at the mas- 
toid process after mastoidectomy: a clinical report (Niimi et 
al). 1999;82:510-1 

Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 


S 
Salivary proteins 
Measurement of adsorption of salivary proteins onto soft denture 
lining materials (Imai and Tamaki). 1999;82:348-51 
Sampling studies 
In situ microsampling technique for identification of elements of 
a restoration with exposed metal to identify potential allergens 
(Minagi et al). 1999;82:221-5 
Sandblasting 
Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 1999; 
82:462-7 
Shock absorption 
Shock absorption potential of different mouth guard materials 
(de Wet et al). 1999;82:301-6 
Silicoating 
Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 
1999:82:462-7 
Silicone elastomers 
Color stability of facial silicone prosthetic polymers after outdoor 
weathering (Polyzois). 1999;82:447-50 
Silicone prosthesis prevents vertigo due to the defect at the mas- 
toid process after mastoidectomy: a clinical report (Niimi et 
al). 1999:82:510-1 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 
Silicones 
Stabilizing record bases for edentulous obturator prostheses with 
silicone resilient relining material (Murata et al). 1999;82: 
366-8 
Siloxanes 
Compressibility of two polyvinyl siloxane interocclusal record 
materials and its effect on mounted cast relationships (Cam- 
pos and Nathanson). 1999;82:456-61 
Skin transplantation 
Dental implant placement and restoration in a mandibular ridge 
previously restored with hydroxyapatite augmentation and a 
dermal graft: a clinical report (Moriarty et al). 1999;82:379-83 
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Sleep apnea syndromes 
Dental considerations in upper airway sleep disorders: a review of 
the literature (Ivanhoe et al). 1999;82:685-98 
Procedure for construction of a custom tracheostomal obturator: 
a clinical report (Wright et al). 1999;82:387-90 
Sleep disorders 
Dental considerations in upper airway sleep disorders: a review of 
the literature (Ivanhoe et al). 1999;82:685-98 
Smear layer 
Bonding porcelain laminate veneer provisional restorations: an 
experimental study (Dumfahrt and Gébel). 1999;82:281-5 
Smoking 
Effects of smoking on implant success in grafted maxillary sinus- 
es (Kan et al). 1999;82:307-11 
Snoring 
Dental considerations in upper airway sleep disorders: a review of 
the literature (Ivanhoe et al). 1999;82:685-98 
Splints 
Fixed splinting device to be used without removing adjacent 
existing cast restorations (Shimizu and Takahashi). 1999;82: 
231-2 
Sports 
Improved mouth guard design for protection and comfort 
(Mekayarajjananonth et al). 1999;82:627-30 
Sprue 
Investigation of the effect of three sprue designs on the porosity 
and the completeness of titanium cast removable partial den- 
ture frameworks (Al-Mesmar et al). 1999;82:15-21 
Strength 
Diametral and compressive strength of dental core materials (Cho 
et al). 1999;82:272-6 
Stress, mechanical 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999;82:518-24 
Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999;82:67-72 
Surgical flaps 
Maxillofacial prosthodontic management of a facial defect com- 
plicated by a necrotic frontal bone flap: a clinical report 
(Cheng et al). 1999;82:3-7 
Survival 
Attitude and disposition: Do they make a difference in cancer sur- 
vival? (Creagan). 1999;82:352-5 


T 
Technology 
Dental diamond burs made with a new technology (Borges et al). 
1999:82:73-9 
Templates 
Surgical template for crown lengthening: a clinical report (Scutel- 
la et al). 1999;82:253-6 
Temporomandibular joint 
Condyle position as a predictor of temporomandibular joint 
internal derangement (Bonilla-Aragon et al). 1999;82: 
205-8 
Prevalence of dental occ.usal variables and intraarticular temporo- 
mandibular disorders: molar relationship, lateral guidance, 
and nonworking side .ontacts (Kahn et al). 1999;82:410-5 
Readers round table—A 2S /alliance (Moses). 1999;82:117-20 
Reliability of an ear-bov’ arbitrary face-bow transfer instrument 
(Choi et al). 1999;82:150-6 
Tensile strength 
Comparison of diametra tensile strength of microwave and oven- 
dried investment ma:erials (Canay et al). 1999;82:286-90 
Diametral and compress: ve strength of dental core materials (Cho 
et al). 1999;82:272-6 
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Influence of mandibular superstructure shape on implant stresses 
during simulated posterior biting (Korioth and Johann). 
1999:82:67-72 

Thermocycling 

Effects of occlusal loading and thermocycling on the marginal 
gaps of light-polymerized and autopolymerized resin provi- 
sional crowns (Dubois et al). 1999;82:161-6 

Tissue therapy 

Diagnosis and management of recurrent herpes simplex induced 
by fixed prosthodontic tissue management: a clinical report 
(Williamson). 1999;82:1-2 

Titanium 

Clinical and radiographic evaluation of early loaded free-standing 
dental implants with various coatings in beagle dogs (Corso et 
al). 1999;82:428-35 

The CrescoTi Precision method: description of a simplified 
method to fabricate titanium superstructures with passive fit 
to osseointegrated implants (Helldén et al). 1999;82:487-91 

Effect of sandblasting and silicoating on bond strength of poly- 
mer-glass composite to cast titanium (Watanabe et al). 
1999:82:462-7 

Investigation of the effect of three sprue designs on the porosity 
and the completeness of titanium cast removable partial den- 
ture frameworks (Al-Mesmar et al). 1999;82:15-21 

Pilot study of the effects of three bonding systems on the tor- 
sional resistance of a titanium-reinforced composite core 
(Cohen et al). 1999;82:277-80 

Use of osseointegrated implants in adult orthodontic treatment: 
a clinical report (Drago). 1999;82:504-9 

Tomography, x-ray computed 

Fabricating auricular prostheses using three-dimensional soft tis- 

sue models (Penkner et al). 1999;82:482-4 
Tongue 

Use of the tongue for recording centric relation for edentulous 

patients (Bissasu). 1999;82:369-70 
Tooth, impacted 

Accidental impaction of a unilateral removable partial denture: a 

clinical report (Rizzatti-Barbosa et al). 1999;82:270-1 
Tooth abrasion 

Programmed occlusal reconstruction in anticipation of tooth 
wear ( Kaiser et al). 1999;82:356-8 

Three-body wear associated with three ceramics and enamel (Al- 
Hiyasat et al). 1999;82:476-81 

Wear of enamel and veneering ceramics after laboratory and chair- 
side finishing procedures (Magne et al). 1999;82:669-79 

Tooth bleaching 

Effect of carbamide peroxide bleaching on the shear bond 
strength of composite to dental bonding agent enhanced 
enamel (Sung et al). 1999;82:595-9 

Tooth discoloration 

Effect of carbamide peroxide bleaching on the shear bond 
strength of composite to dental bonding agent enhanced 
enamel (Sung et al). 1999;82:595-9 

Tooth fractures 

Influence of patient age on the nature of tooth fracture (Ellis et 

al). 1999;82:226-30 
Tooth root 

Complications of surgical crown lengthening for a maxillary 
molar with four roots: a clinical report (Di Fiore). 1999;82: 
266-9 

Torsion 

Pilot study of the effects of three bonding systems on the tor- 

sional resistance of a titanium-reinforced composite core 
(Cohen et al). 1999;82:277-80 
Tracheostomy 

Procedure for construction of a custom tracheostomal obturator: 

a clinical report (Wright et al). 1999;82:387-90 
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Trays 
Water immersion procedure for making light-cured custom trays 
with wax spacers (Baker and Frazier). 1999;82:714-5 
Treatment plan 
Treatment plan for restoring the edentulous maxilla with implant- 
supported restorations: removable overdenture versus fixed 
partial denture design (Zitzmann and Marinello). 1999;82: 
188-96 


U 
Ultraviolet rays 
Ultraviolet radiation-induced color shifts occurring in oil-pig- 
mented maxillofacial elastomers (Beatty et al). 1999;82:441-6 


Vacuum-formed matrix 
Simple method of removing a vacuum-formed matrix from a cast 
(Ku and Shen). 1999;82:623 
Varnishing 
Surface quality achieved by polishing and by varnishing of tem- 
porary crown and fixed partial denture resins (Borchers et al). 
1999;82:550-6 
Veneers 
Bonding porcelain laminate veneer provisional restorations: an 
experimental study (Dumfahrt and Gébel). 1999;82:281-5 
Composite veneered acrylic resin provisional restorations for 
complete veneer crowns (Solow). 1999;82:515-7 
Effect of adhesive resin cement on design of partial veneer crowns 
(King and Aboush). 1999;82:157-60 
Effect of margin design, cement polymerization, and angle of 
loading on stress in porcelain veneers (Troedson and Dérand). 
1999;82:518-24 
Effectiveness of polymerization of a prosthetic composite using 
three polymerization systems (Tanoue et al). 1999;82:336-40 
Shear bond strength of techniques for bonding esthetic veneers to 
metal (Petridis et al). 1999;82:608-14 
Wear of enamel and veneering ceramics after laboratory and chair- 
side finishing procedures (Magne et al). 1999;82:669-79 
Vertical dimension 
Condyle position as a predictor of temporomandibular joint 
internal derangement (Bonilla-Aragon et al). 1999;82:205-8 
Use of lingual frenum in determining the original vertical position 
of mandibular anterior teeth (Bissasu). 1999;82:177-81 
Use of personal computers for gothic arch tracing: analysis and 
evaluation of horizontal mandibular positions with edentulous 
prosthesis (Watanabe). 1999;82:562-72 
Vertigo 
Silicone prosthesis prevents vertigo due to the defect at the mas- 
toid process after mastoidectomy: a clinical report (Niimi et 
al). 1999;82:510-1 


Water 
Water immersion procedure for making light-cured custom trays 
with wax spacers (Baker and Frazier). 1999;82:714-5 
Wear; see Tooth abrasion 
Two-body in vitro wear study of some current dental composites 
and amalgams (Hu et al). 1999;82:214-20 
Weathering; see Environmental exposure 
Wettability 
Time-related wettability characteristic of acrylic resin surfaces 
treated by glow discharge (Ozden et al). 1999;82:680-4 
Wound healing 
Clinical experience with a device to enhance craniofacial peri- 
implantary wound healing: a clinical report (Klein and Men- 
neking). 1999;82:631-2 
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